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ANOTHER EVAPERATOR.

Another kind of evaporator is shown in Fig. 479. In this contrivance a
worm is coiled about a hollow shaft and made to revolve in a copper pan in
a similar way as Fig. 478. The pipe being formed into a coil, as shown in
this device, is quite a saving in time as compared with Fig. 478, and it would
seem to have much greater efficiency. The coil is attached to a hollow shaft,
as shown at A A; the steam for heating is admitted and exhausted through
the pipes B B. Fig. 479 fully illustrates this evaporator.

The work for a coppersmith in this machine is the construction of the
coil and the pan in which it revolves. The construction of the coil is similar
to those used in rounds and backs for breweries, and has been described on
pages 261 to 269.

FIG. 479.